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A leui  C^eationA  ...  to  add 

CHARACTER  AND  DISTINCTION  TO 
YOUR  HOME  .  .  .  SKILLFULLY 

DESIGNED  BY  MASTER  CRAFTSMEN 
TO  ASSURE  LIFE  AND 
INDELIBLE  BEAUTY  ....  RICH, 
ENDURING  FINISHES 
OBTAINED  FROM  .  .  .  . 

FLEMISH  COPPER  ON  COPPER 
SATIN  BLACK  ON  ZILLOY  .  .  . 


COLONIAL  BRASS  ON  BRASS 


1S0-S 

Cage . 

.  9  Vz  "  x  7  Vz  " 

Extension  .... 

...  8  5/s  " 

Over  All  .... 

.  .  .  10  %" 

Arm  Spread  . 

.  .  .  19  Vi" 

Black  and  Brass 

Frosted  Glass 

Flemish  Copper  . 

Seeded  Glass 

Standard  Carton . One 


151  -S 

Cage . 

.  1 2  ’A  "  x  9  5/b  " 

Extension  .... 

.  .  .  1 1  'A " 

Over  All  .... 

.  .  .  1 3  Vz " 

Arm  Spread  . 

.  .  .  .  31" 

Black  and  Brass 

Frosted  Glass 

Flemish  Copper  . 

Seeded  Glass 

Standard  Carton 

.  One 

wduteAu 


APPROVED  BY 
UNDERWRITERS 
LABORATORIES,  INC. 


123-B 

Cage . 5  %  "  x  7  '/z  " 

Extension . 8  3A  " 

Over  All . 7  V2 " 

Black  and  Brass  .  Frosted  Glass 

Flemish  Copper  Seeded  Glass 

Standard  Carton . Six 


123-C 


Cage  .  .  .  . 

Over  All 

Black  and  Brass 
Flemish  Copper 

Standard  Carton 


.  5  %  "  x  7  Vz  " 

.  .  .  8  Vs " 

Frosted  Glass 
Seeded  Glass 

Six 


H  •  2 


Cage 
Extension 
Over  All 


1S0-B 

.  .  .  9  >/z  "  x  7  */2  * 

. 9  ‘/s " 

. 1 2  %  " 


151-B 

Cage 
Extension 
Over  All  . 

Black  and  Brass 
Flemish  Copper 

Standard  Carton 


Larger  Size 

12V<"  x  9  Vb 
...  11" 
.  .  .  1 6  Vs " 

Frosted  Glass 
Seeded  Glass 

.  .  .  .  One 


150 

Cage  .... 
Over  All  . 

151-H 

Cage . 

Over  All  . 

Black  and  Brass 
Flemish  Copper 

Standard  Carton 


H 

.  .  9  Vz "  x  7  ‘/z " 
.  .  .  .  3 1  s/s " 

Larger  Size 

.  1 2  V< ''  x  9  %  " 

.  .  .  .  35  Vz" 

Frosted  Glass 
Seeded  Glass 

. One 


145 


Cage  .... 
Over  All  . 

Black  and  Brass 
Flemish  Copper 

Standard  Carton 


.  .  7  "  x  7  " 

.  .  .  31/." 

Crystal  Moss 
Crystal  Moss 

Six 


vE7 

150-C 

Cage . 9  V2  "  x  7  V2  " 

Over  All . 12Vb" 

Black  and  Brass  .  Frosted  Glass 
Flemish  Copper  Seeded  Glass 

Standard  Carton . One 


151  -P 

Cage . 1 2  Vi  "  x  9  Vs  " 

Over  All . 16 Vs" 

Base  . 3  V2 " 

Black  and  Brass  Clear  Glass 

Standard  Carton . One 


H  •  3 


142-B 


142-C 


Cage . 7  "  x  4  V2  " 

Extension . 6" 

Over  All . 8 Vs" 

Black  and  Brass  ...  Crystal 
Flemish  Copper  ....  Crystal 
Pewter  and  Copper  Crystal 

Standard  Carton  Six 


Cage . 7"x4‘/2" 

Over  All . 8  V2 " 

Black  and  Brass  Crystal 

Flemish  Copper  Crystal 

Pewter  and  Copper  Crystal 

Standard  Carton . Six 


wJuihzbu 
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136-B 


Cage  .... 
Extension  . 

Over  All  . 

Black  and  Brass 
Flemish  Copper 
Pewter  and  Copper 

Standard  Carton 


6"  x  4%" 
.  .  6” 
.  .  8  s/s  " 

Crystal 

Crystal 

Crystal 

Six 


136-C 


Cage . G"  x  4  %  " 

Over  All . 8  “A " 

Black  and  Brass  Crystal 

Flemish  Copper  Crystal 

Pewter  and  Copper  Crystal 

Standard  Carton . Six 


H  •  4 


Cage 
Extension 
Over  All 


140-B 


1 1  'A  "  x  6  % 
.  .  8  V. 
.  .  1 4  'A 


140-C 


141-B 


Larger 


Size 


Cage . 1 3  %  "  x  8" 

Extension . 9  V2 " 

Over  All . 17 'A'' 


Black  and  Brass  Clear  Glass 

Standard  Carton . One 


33 


Cage . 9"x6%" 

Extension . 4  V2 " 

Over  All . IOV2" 

Black  and  Brass  Clear  Glass 

Standard  Carton . Six 


Cage . 1 1  *A  "  X  6  %  " 

Over  All . 13  %" 

Black  and  Brass  .  Clear  Glass 

Standard  Carton . One 


Cage  .... 
Over  All  . 

Base  .  .  .  . 

Black  and  Brass 

Standard  Carton 


13%''  x  8" 
.  .  17  %" 

.  .  3>/2" 

Clear  Glass 

.  .  .  One 


H  •  5 


Cage 
Extension 
Over  All  . 

Arm  Spread  . 

Black  and  Brass 

Standard  Carton 


9  1/2  "  x  7  Vz  " 
.  .  8  % " 
.  .  10% " 
.  .  1 9  %  " 

Clear  Glass 

.  .  .  One 


wdutetL 


APPROVED  BY 
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94-c 

Cage . 8  x  4  Vs 

Over  All . 10  %" 

Black  and  Brass  Clear  Glass 

Standard  Carton . Six 


,6°-B  Cage . 8"x45/e" 

Cage . 9  V2 "  x  7  V2 "  Extension . 5Vz'' 

Extension . 9  Vs"  Over  All . 8% 

Over  All . 12  % "  Black  and  Brass  Clear  Glass 

Black  and  Brass  Clear  Glass  White  and  Brass  Clear  Glass 

Standard  Carton . One  Standard  Carton . Six 


160-C 


Cage . 9  Vi  "  x  7  V2  " 

Over  All . 12Vs" 

Black  and  Brass  Clear  Glass 

Standard  Carton . One 


98 


109-B 

Cage . 1 6  ‘/z  "  x  7  %  " 

Extension . 9" 

Over  All . 19  Vs" 

Black  and  Brass  .  .  Crystal  Moss 

Flemish  Copper  Amber  Glass 

Standard  Carton . One 


Cage  .... 
Over  All 

Black  and  Brass 

Standard  Carton 


.  .  10" x  7" 

.  .  .  3  y« " 

Crystal  Moss 

Six 


160-H 

Cage . 9V2"x7Vz" 

Over  All . 315/s" 

Black  and  Brass  .  Clear  Glass 

Standard  Carton . One 


li  •  7 


143-B 


143-C 

Cage . 6  %  "  x  4  %  " 

Extension  . 5%"  Cage . 6%"x4  % " 

Over  All . 8"  Over  All . 8  V2 '' 

Black  and  Brass  Frosted  Globe  Black  and  Brass  Frosted  Globe 

Flemish  Copper  Frosted  Globe  Flemish  Copper  Frosted  Globe 

Pewter  and  Copper  .  Frosted  Globe  Pewter  and  Copper  .  Frosted  Globe 

Standard  Carton . Six  Standard  Carton . Six 


48-B 


48-C 


V/Jtuhzbu 


APPROVED  BY 
UNDERWRITERS 
LABORATORIES,  INC. 


Cage 
Extension 
Over  All 

Black  and  Brass 

Standard  Carton 

43-B 

Black  and  Brass 
Flemish  Copper 

Standard  Carton 


8  V4  "  x  6  % '' 
.  .  7  %  * 

.  .  1 1  Vz " 

Clear  Gla  ss 

Six 

Less  Eagles 

Clear  Glass 
Clear  Glass 

Six 


Cage 
Over  All 

Black  and  Brass 

Standard  Carton 


8  >/4  "  x  6  %  " 

.  .  1 1  V.  " 

Clear  Glass 

Six 


43-C 


Less  Eagles 


Black  and  Brass 
Flemish  Copper 

Standard  Carton 


Clear  Glass 
Clear  Glass 

Six 


H  •  8 


31-B 


Cage 
Extension 
Over  All  . 

Flemish  Copper 
Swedish  Iron 

Standard  Carton 


9  >/2  "  x  S  %  " 
.  .  .  7  Vi " 

.  .  1 3  'U  " 

Amber  Glass 
Crystal  Moss 

.  .  .  Six 


35-B 


Cage . 1 1 "  x  7  Vi  " 

Extension . 8  V2 " 

Over  All . 1 5  V2 

Flemish  Copper  Amber  Glass 

Swedish  Iron  Crystal  Moss 

Standard  Carton . One 


5 1-C 


Cage 

Over  All  . 

Flemish  Copper 
Swedish  Iron 

Standard  Carton 


7  '/2  "  x  4  %  " 
.  .  .  11" 

Amber  Glass 
Crystal  Moss 

.  .  .  Six 


3 1-C 


Cage 

Over  All  . 

Flemish  Copper 
Swedish  Iron 

Standard  Carton 


9  >/2  "  x  5  %  " 
.  .  13 ‘A" 

Amber  Glass 
Crystal  Moss 

.  .  .  Six 


H  •  9 


Cage . 8"  x  5" 

Extension . 6  Vs" 

Over  All . 10 Vs" 

18-C . Ceiling  Type 

Cage . 8"  x  5" 

Over  All . 11" 

Flemish  Copper  Crystal  Over  All . ^Vz 

Satin  Black . Crystal 

Pewter . Crystal  Black  and  Brass  No  Glass 

Standard  Carton . Six  Standard  Carton . Six 


</)duh£A 


APPROVED  BY 
UNDERWRITERS 
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12-B 


4-B 


Cage . 8  3A  ”  x  6  V2 H  Cage . 8  V2  x  S 

Extension . 8Vz"  Extension . 7 

Over  All . 15"  Over  All . 13Vz" 

Swedish  Iron  .  .  Amber  Glass  Swedish  Iron  No  Glass 

Standard  Carton . Six  Standard  Carton . Six 


11  •  10 


Cage . 6>/i"  x4%" 

Extension  . 5  Vs" 

Over  All . 7 »/«"  Cage  . 10"  x  7" 

Black  and  Brass  Clear  Marine  Over  All . 3 ‘A" 

Flemish  Copper  Clear  Marine  Black  and  Brass  Amber  Glass 

Polished  Brass  Clear  Marine  Flemish  Copper  .  Crystal  Moss 

Standard  Carton . Six  Standard  Carton . Six 


121-C 


Cage 
Over  All 

Black  and  Brass 
Flemish  Copper 
Polished  Brass 

Standard  Carton 


6 y* "  x  4%" 
.  .  .  7  % " 

Clear  Marine 
Clear  Marine 
Clear  Marine 

.  .  .  Six 


25-B 


Cage . 8"  x  5 

Extension . 6 

Over  All .  11 


139 

Over  All . 34  V2 " 

Width  . 11 ‘A" 

Eggshell  Colonial  Brass  Trim 

Chinese  Red  Colonial  Brass  Trim 

Accommodates  .100  Watt  Bulb 
Standard  Carton . Six 


Cage 
Extension 
Over  All 


205-B 


7"  x  5 %" 
.  6  %  " 
.  .  10" 


2S-C 


Ceiling  Type 


Cage . 8"x5" 

Over  All . 9'A" 


Flemish  Copper  .  Crystal  Moss 

Standard  Carton . Six 


205-C . Ceiling  Type 

Cage . 7"x5%" 

Over  All . 8 'A" 

Black  and  Brass  Flemish  Crystal 
Pewter  and  Copper  Flemish  Crystal 

Standard  Carton . Six 


H  •  1  1 


Cage . 11  V»"  x  11  Vi"  Over  All . 8" 

Over  All . 3%"  Width  . 6" 

Black  and  Brass  Crystal  Moss  Black  and  Brass  Satin  White 

Flemish  Copper  .  Amber  Glass  Flemish  Copper  Amber  Glass 

Standard  Carton . Six  Standard  Carton . Six 


i/tJuhJiL 


APPROVED  BY 
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120-B 


Cage . 8  %  "  x  5  %  " 

Extension . 6  %  ” 

Over  All . llVz" 


120-H 

Cage 
Over  All 


Chain  Type 

8  %  "  x  6  Vr " 
.  .  32  l/i" 


Swedish  Iron  Seeded  Glass 

Standard  Carton . Six 


H  •  12 


138 


147 


Over  All  .  . 

Width  .  .  . 

Colonial  Brass 

Chrome 

Ivory 

Standard  Carton 


.  .  .  .  7  Vb  " 
...  5  V* " 

Polished  Crystal 
Polished  Crystal 
Satin  Beige 

Twelve 


139 

Over  All . 3 4  i/2  " 

Width  . Ill/," 

Eggshell  Colonial  Brass  Trim 

Chinese  Red  Colonial  Brass  Trim 

Accommodates  .100  Watt  Bulb 
Standard  Carton . Six 


153 

Over  All . 6%". 

Width  . 6%" 

Colonial  Brass  .  Pebbled  Crystal 
Chrome  Pebbled  Crystal 

Standard  Carton . Six 


Over  All . 8" 

Width . 5%" 

Colonial  Brass  Frosted  Globe 

Standard  Carton . Six 


152 

Over  All . 29 ‘A" 

Width . 1 1  Vs  " 

Eggshell  .  Colonial  Brass  Trim 

Empire  White  Chrome  Trim 

Chinese  Red  Colonial  Brass  Trim 

Chinese  Red  Chrome  Trim 

Standard  Carton . Six 


H  •  13 


Over  All . 8" 

Width  . 5  % "  Over  All . 7  'A " 

Egg  Shell  with  Colonial  Brass  Trim  Width . 7%" 

Glass  ....  Tan,  Blue  or  Rose  Brass  or  Chrome  Pebbled  Crystal 

Standard  Carton . Six  Standard  Carton . Six 


'/tluh&L 


APPROVED  BY 
UNDERWRITERS 
LABORATORIES,  INC. 


135 


Over  All  . 

Width  .  . 

Colonial  Brass 

Standard  Carton 


.  .  .  28  Va " 
...  4  Vz  " 

Pebbled  Crystal 

.  .  .  Six 


112 


Over  All 


Width 


30%" 

5  V. " 


Colonial  Brass  Frosted  Cylinder 

Standard  Carton . Six 


H  •  14 


115 


134 


Over  All  . 
Width  .  .  . 

Ivory  and  Brass 

Standard  Carton 


9  Vz 

11 


Crystal  Trim 

.  .  .  Six 


130 

Over  All . 28  */2 " 

Width .  8  'h " 

Eggshell  .  Colonial  Brass  Trim 

Empire  White  Chrome  Trim 

Chinese  Red  Colonial  Brass  Trim 

Chinese  Red  Chrome  Trim 

Standard  Carton . Six 


117 

Over  All . 7  V« " 

Width . 5" 

Colonial  Brass,  Chrome,  Ivory  or 
Black  and  Brass  Pebbled  Crystal 

Standard  Carton  ....  Twelve 


Over  All . 10” 

Width .  12" 

Spun  Silver  or  Spun  Brass  Crystal 

Standard  Carton . Six 


148 

Over  All . 32" 

Width . 11  Vs" 

Ivory  and  Brass  Crystal  Trim 

White  and  Chrome  Crystal  Trim 

Standard  Carton . Six 


H  •  15 


88 


Over  All . 6 Vi" 

Width . 8 'A" 

Colonial  Brass  or  English  Bronze 

Standard  Carton . Eight 


102 


Over  All 
Width  .  .  . 

Eggshell 

Standard  Carton 


.  ...  4" 

...  11" 

Cream  Glass 

Six 


68 


Over  All . 7V2" 

Width . 5  Vs" 

Brass,  Chrome,  Ivory  .  Crystal 

Standard  Carton  ....  Twelve 


310-H 


Over  All 
Width  .  .  . 

Colonial  Brass 

Standard  Carton 


.  .  .  4  V2  " 

.  .  1 1  '/2  " 

Cream  Glass 

.  .  .  One 


308-H 


Smaller  Size 


Over  All 
Width  .  .  . 

Colonial  Brass 

Standard  Carton 


...  4" 

.  .  9  Vz " 

Cream  Glass 

.  .  .  Six 


36 

Over  All . 31 'A" 

Width .  10" 

Eggshell  Colonial  Brass  Trim 

Chinese  Red  Colonial  Brass  Trim 

Standard  Carton . Six 


308-S 


Over  All . 4" 

Width . 9  i/z " 

Colonial  Brass  Cream  Glass 

Standard  Carton . Six 


310-S . Larger  Size 

Over  All . 4  V2 " 

Width . liy2" 

Colonial  Brass  Cream  Glass 

Standard  Carton . One 


H  •  1G 


AVIM 
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